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lesions, with a maximum interval of once in four months, and within
two months of discharge.
A written report on each X-ray film taken shall be made and properly
filed.
Patients shall be provided with cardboard sputum boxes and paper
handkerchiefs or satisfactory substitutes therefor, which shall be
destroyed by incineration after use. Reasonable precautions shall be
taken against exposing personnel and other patients to infection from
sputum-positive cases.
An approved technique for preventing the spread of infection from the
patient to employees shall be carried out. This applies particularly to
the nurses giving bedside care, and masks and gowns shall be provided
for their use. It is especially important that adequate handwashing
facilities be provided on all floors. All employees, professional and non-
professional shall be given a pre-employment physical examination in-
cluding the chest x-ray, which shall also be given on leaving the em-
ployment of the institution.
C. Facilities
If the hospital operates and maintains its own laboratory, adequate
space and equipment shall be provided for hematology, urinalysis, bac-
teriology, and sputum examination. If the hospital does not operate its
own laboratory, adequate working space, equipment and supplies shall be
provided for emergency laboratory work.
Each hospital, irrespective of its size, shall have x-ray equipment
capable of producing satisfactory diagnostic roentgenograms of the
chest. A satisfactory fluoroscope shall be provided if pneumothorax or
pneumoperitoneum is done in the institution .
There must be apparatus for the administration of artificial pneumo-
thorax.
Narcotics, hypnotic drugs, sedative drugs or other restricted drugs,
for internal or external human use, may not be owned, stored, or pos-
sessed except under the immediate su1pervision of a Licensed Physician or
Licensed Registered Pharmacist.
If surgery is done in the institution, the rules and regulations of Part
II, I Surgery of these regulations must be met.
In all multi-storied hospitals, at least one elevator or an adequate
ramp shall be provided.
Rooms in existing institutions shall be of sufficient size to allow not
less than 80 square feet of space per bed in 2 and 4 bedrooms and 100
square feet in single bedrooms.
New Construction: All doors to patients' rooms, except closets and
cupboards, shall have a minimum width of 3 feet 8 inches.
In cottage-type sanatoria or detached buildings, used for housing
small numbers of patients, a system of signaling attendants shall be
provided which can be demonstrated to function effectively.
A utensil sterilizer shall be provided in each building.
Part 1 of these regulations shall be complied with insofar as applicable.


